
GMR Marketing 
Program 4014 

6/4/96 Parliament Ughts/Menthot Ad 
Publication: Fire Island Tide 
Size: 4 3125* wide >6 S'tal 
Square Area: 28.03* 

Warning Box Size: 2 
Rotation: A 
T&N Size: 8 point 

Scheduled Delivery o< Mechanical: 6/4/ 
AD Number: PPZ117-A2 
Issue Date: 6/21/96 
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